Jan. 19, 1991; MA
10:30 PM. A 31-year-old respiratory therapist was driving home and observed a domed disc with a large square window emitting white light. It hovered low (25 feet) over a tree across the street that was only 360 feet away. Electrical interference was reported in the form of static on the telephone. (Donald Ware, MUFON UFO Journal, March 1992, p. 19).

